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Da  ly  update  August  25,  2015 

NEWS 


EPA  knew  of  'blowout'  risk  at  Gold  King  Mine 


Washington  Times 

Water  flows  through  a series  of  retention  ponds  built  to  contain  and  filter  out  heavy  metals  and  chemicals  from 
the  Gold  King  Mine  chemical  accident,  ... 

August  24:  EPA  Knew  Gold  King  Mine  Was  a Blowout  Risk  - Circle  of  Blue  WaterNews 

Let  Gold  Kino  spill  be  a warning  - Albuquerque  Journal 

the  EiPA  Knew  The  'Blowout'  Risks  For  Colorado  Mine  Spill  - Town  Hall 

Full  Coverage 
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Navajo  Farmers  Reject  Use  of  Water  After  Mine  Spill 


ABC  News 

5 spill  from  the  Gold  King  mine  near  Silverton,  Colorado,  to  weigh  in  by  passing  resolutions  with  an  official 
position.  Shiprock  is  the  only  community  ... 
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Hickenlooper  says  no  long-term  effects  from  spill 


The  Durango  Herald 

5 accidental  mine  spill  contaminated  the  Animas  River.  ...  north  of  Durango,  above  Silverton  in  the  Gold  King 
Mine,  released  about  3 million  gallons  of ... 
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Game  & Fish  to  monitor  fish  at  Lake  Powell.  Lee's  Ferry  for  mine  spill  Impact 
Eastern  Arizona  Courier 

...  and  physical,  from  the  Arizona  portion  of  Lake  Powell  as  part  of  continued  monitoring  for  potential  impacts  of 
the  Colorado  Gold  King  Mine  spill. 
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